RESISTANCE VALUES ARE IN OHMS 


CAPACITANCE VALUES ARE IN MICROFARADS 
UNLESS OTHERWISE SPECIFIED 


MODEL NO. REVISION | PCB P/N 
MF J-S000 eo. | 861-5000 
DESCRIPTION 


FUNCTION GENERATOR 


DATE PC BOARD 
9 MFJ ENTERPRISES, INC. 
eee Soo 300 INDUSTRIAL PARK RD 


DRAWN BY 
eee K. BUSH| STARKVILLE, MS 39759 


